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(o) Surface supply without purification. — Nature and approximate area of watershed 
with special reference to any possible source of the contamination of the supply and 
methods recommended to prevent such contamination. Storage capacity and ap- 
proximate dimensions of reservoir or lake, character of water, etc., shall also be 
discussed. 

(6) Surface supply with purification. — General character of water with special refer- 
ence to sewage pollution of stream within a distance of 5 miles above the intake. 
The purification plant shall be described with reference to the capacity of the plant 
as a whole and the capacity of each unit, rates of operation of each unit, chemicals 
to be used and methods of application, any peculiar local conditions taken into 
account in the design, any special methods necessary in the maintenance and opera- 
tion of the plant, and what degree of purification is expected or guaranteed. 

(c) Ground water supply. — Full description of well or spring, nature of geological 
formation of the region, possible sources of contamination, means provided to prevent 
such contamination, character of the water, etc. Any available information or records 
of tests relative to the capacity or flow of the well or spring shall be given. 

10. Specifications. — One copy of the detailed specifications covering all work to be 
done shall be submitted with plans for a new waterworks system or plans for the 
extension of or changes in an existing system. Specifications merely describing the 
general character of the work will not be accepted as sufficient. Specifications shall 
be on letter-size paper (8} by 11 inches), except when printed in book form. 

11. Deviations from plans. — There shall be no deviations from plans submitted to 
and approved by the board unless amended plans showing proposed changes shall 
be forwarded and approved by said board. Copies of approved plans, specifications, 
engineer's report, and application must be approved by and filed with the board 
before the contract is let. 

Barber Shops, Hairdressing Parlors, Public Bathhouses, and Manicurist and Chi- 
ropodist Establishments — Sanitary Regulation. (Reg. Bd. of H., May 5, 1916.) 

Barber shops, hairdressers, etc. — The following regulations shall be enforced for bar- 
bers and barber shops, hairdressers, hairdressing parlors, and public bathhouses: 

61. No person with any disease of the skin of the face shall be shaved in a public 
barber shop. 

62. Barbers must wash their hands thoroughly with soap and water before attend- 
ing any person. 

63. No alum or other astringent shall be used in stick form. If used at all to stop 
the flow of blood, it must be applied in the form of powder. 

64. The use of powder puffs is prohibited. 

65. No towel shall be used for more than one person without being laundered or 
sterilized. 

66. The use of sponges is prohibited. 

67. Mugs and shaving brushes must be thoroughly washed after use on each person. 

68. Combs, razors, clippers, and scissors shall be thoroughly cleansed after every 
separate use thereof. 

69. Floors must be swept or mopped every day, and all furniture and woodwork 
kept free from dust. 

70. Running water shall be provided wherever it is possible to be had. 

71. All bathtubs shall be thoroughly cleansed with soap and water after each sepa- 
rate use. 

72. All tools or instruments used by barbers outside the shop in serving any person 
suffering from infectious or contagious diseases are required to be thoroughly and 
efficiently disinfected with 15 per cent formaldehyde or by boiling immediately after 
using the same. 
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73. No person suffering from any infectious or contagious disease, including tuber- 
culosis or venereal diseases, shall serve any person in any barber shop, school, public 
bathroom or bathhouse, or hairdressing parlor in this State. 

74. A copy of these regulations is to be hung in a conspicuous place in each barber 
•shop, barber school, public bathhouse, and public bathroom, and in each hairdress- 
ing parlor in Virginia. 

75. Manicurists and chiropodists. — No person with any disease of the skin, hands, 
or feet shall be treated by a public manicurist or chiropodist. 

76. Manicurists and chiropodists must wash their hands thoroughly with soap and 
water before attending any person. 

77. No alum or other astringent shall be used in stick form. If used at all to stop 
the flow of blood, it must be applied in the form of powder. 

78. The use of powder puffs is prohibited. 

79. No towels shall be used for more than one person without being laundered or 
sterilized. 

80. The use of sponges is prohibited. 

81. Floors must be swept or mopped each day, and all furniture and woodwork 
kept free from dust. 

82. Running water must be provided wherever it is possible to be had. 

83. All scissors, clippers, and other instruments and utensils shall be thoroughly 
cleansed after each separate use, either by being disinfected with a 15 per cent solu- 
tion of formaldehyde or by boiling immediately after using. 

84. No person suffering from any infectious or contagious disease, including tuber- 
culosis or venereal disease, shall serve in any manicurist or chiropodist establishment. 

85. A copy of these regulations shall be hung in a conspicuous place in every mani- 
curist or chiropodist parlor or in any private establishment where the operator offers 
his or her services to the public. 



